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LIMITED OFFICIAL USE 

PAGE 01 ABIDJA 10970 241410Z 

60 

ACTION SY-05 

INFO OCT-01 AF-06 ISO-OO /012 W 

022513 

R241118Z DEC 75 
FM AMEMBASSY ABIDIAN 
TO SECSTATE WASHDC 6380 


LIMITED OFFICIAL USE ABIDIAN 10970 

FOR A/SY/T 

EO 11652:N/A 
TAGS: ASEC 

SUB: METAL DETECTORS AND X-RAY EQUIPMENT 
REF: STAT 300354 

1. A 2 

OUTSTANDING REQUEST ANTICIPATED REQUIREMENTS 


A-0 

A-l 

B-8 

B-14 

C-0 

C-l 


2. REF ABOVE "A": ABIDIAN IS NOW SHIPPING ITS ONLY WALK 

THROUGH DETECTOR TO STOCKHOLM LEAVING WEST AFRICA WITHOUT THIS 

CAPABILITY. 

2. REF ABOVE "B": MY OUTSTANDING REQUESTS ARE 

FROM POSTS HAVING MSG AND I CAN SEE A NEED FOR THEM AT ALL 
POSTS. 

3. REF ABOVE "C": ABIDIAN HAS NONE FOR ALL OF WEST 
AFRICA AND I BELIEVE WE SHOULD HAVE AT LEADT ONE. 

SMITH 


LIMITED OFFICIAL USE 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRFI 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABIDJA10970 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750447-0605 
From: ABIDJAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751213/aaaaakwn.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 7 JUN 2003 by KelleyW0>; APPROVED <1 0 JUL 2003 by MorefiRH> 
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Review Release Date: n/a 
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Review Transfer Date: 
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Secure: OPEN 
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